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MINISTRY OF COMMERCE 

NOTIFICATIONS 

New Delhi, the 22 ml August 196(3 

S.O 2616 . —In exercise ol the powers conferred by section G of the Export 
(Quality Control and Inspection) Act, 1903 (22 of 1963), and after previous 
publication as required by rule 11 of the Export (Quality Control and Inspec¬ 
tion) Rules, 1964, the Central Government hereby— 

(a) notifies that the refractory bricks mentioned in Annexure I to this 
notification shall be subject to inspection prior to export; 

(2) specifies the type of inspection in accordance with the Export of Re¬ 

fractory Bricks (Inspection) Rules, 1966 as the type of inspection 
which would be applied to such refractory bricks; 

(3) recognises— 

(a) the Indian Standard specifications specified in Annexure II to this 

notification for the products mentioned against each issued by the 
Indian Standards Institution, and 

(b) the specifications as declared by the exporter to be the agreed 

specifications in the export contract for the refractory bricks 

as the standard specifications for the said rcfactory bricks; 

(4) prohibits the export, in the course of international trade, of any of the 

aforesaid refractory bricks, unless the same is accompanied by a 
certificate issued by an agency recognised by the Central Govern¬ 
ment under section 7 of the Exnort (Quality Control and Inspec¬ 
tion) Act, 1963 ( 22 of 1963), to the effect that the refractory bricks 
are export-worthy. 
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2. In this noLiflcation, "refractory bucks" shall mean anv of the refractory 
bricks mentioned m Annexure I to this notification 

3. This notification shall come into ioice on 1st October, 1966. 

Annfxuhe I 

1. Fireclay Refractory Bricks. 

2. Basic Refractory Bricks. 

3. Silica Refractory Bricks 

4. Acid Resisting Refractory Bricks. 

5. Sillimanite Bricks. 

6 . High Alumina Bricks 


Annext kl II 


Indian Standard Nos. 


1. Fireclay Refractmj Bricks : 

(i) Moderate heat duly fireclay retractories, Group ‘A’ . IS : C>-1958 

(ti) Moderate heat duty fireclay refractories, Group ‘B’ . IS : 7-1958 

f in) High heat duty firccaly rcfractoiics , . IS : 8-1958 

(iv) Fireclavrcfractoncsforoilfircdhoilerfiiiaacesofn.ivalships . IS: 4S3-1953 

(v) Fireclay refractories for glass melting tank furnaces . IS : 1522-1960 

(j’i) Fireclay cupola refractories . . . . . IS : 1751-1061 

2. Basic Refractory Bricks : 

m Magnesite refractories lor steel plant , IS ; 1749-1961 

(ii) Burnt magnesite-chrome refractories for general purposes . IS : 3304-1965 

(n't) Burntchrome-magncsiie refractories (or general purposes^ , IS : 1305-1965 


3 . Silica Refractory Bricks : 

(t) Silica refractories [or general puipu,.es IS : 484-1958 

(») Siliceous fireclay refractories . . . , IS : 2043-1963 


4 . Sillimanite Bricks 

( 1 ) Sillimanite refractories for glass me]Ling tank furnaces . IS : 204 . 1-1962 

(ii) Natural Sillimanite blocks hn glass meUmg lank furnaces . IS: 2045-1962 

fNo. 60 f 141)Exp,Insp,/GG "| 


S.O. 2517.—In exercise of the powers conferred by section 17 of the Export 
(Quality Control and Inspection) Act, 1903 (22 of 1963) the Central Govern¬ 
ment hereby makes the following rules, namely:— 

1. Short title and commencement —-(1) These rules may be called the Export 
of Refractory Bricks (Inspection) Rules, 1966. 

( 2 ) They shall come into force on 1st October, 1966. 

2. Definition.— -In these rules "refractory bricks” mean any of the refractory 
bricks mentioned in the Schedule to these rules, 

3, Basis of Inspection for Certification.—Inspection of refractory bricks for 
export shall be carried out with a view to seeing that refractory bricks conform 
to the standard specifications recognised by the Central Government under 
section 6 of the Export (Quality Control and Inspection) Act. 1993 (22 of 1963). 

4 , Procedure of Inspection. —(1) An exporter intending to export any of the 
refractory bricks shall give intimation in writing of his intention so to do and 
submit alongwith such intimation a declaration of the specification stipulated in 
the contract relating to such export to any one of the inspection agencies (here¬ 
inafter referred + 0 as the Agency) recognised under section 7 of the Export 
(Quality Control and Inspection) Act, 1903 (22 of 1963), to enable it T) carry 
out the inspection in accordance with rule 3. 
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(2) Every intimation and declaration under sub-rule (1) shall be given not 
less than ten days before the expected date of shipment 

(3) On receipt of intimation and declaration under sub-iule (2), the Agency 
shall inspect the consignment of the retractory bricks in accordance with rule 3 

(4) If after inspection, the Agency is satisfied that the consignment of the 
refractory bricks to be exported complies with the requirements of rule 3, it 
shall, within ten days of the receipt of the intimation and declaration under sub- 
rule (2) issue a certificate to the exporter declaring the consignment export¬ 
worthy. 

5. Place Of Inspection.- —Every inspection under these rules shall be carried out 
either— 

(a) at the premises of the manufacturer of such products, or 

(b) at the premises at which the goods are offered by the exporter pro¬ 

vided adequate facilities for the purpose exist therein. 

0. Inspection Fee. —Subject to a minimum of Rs. 75/- for each consignment, 
a fee at the rate of 75 paise for every one hundred rupees of f.o.b. value of puch 
consignment shall be paid as inspection fee under these rules. 

7. Appeal.— Any person aggrieved by the refusal of the Agency to issue a 
certificate under sub-rule (4) of rule 4 may, within ten days of receipt of the 
communication of such refusal bv him, prefer an appeal to a panel of experts 
consisting of not less than three persons, appointed for the purpose by the Cen¬ 
tral Government. 

(2) The decision of the panel on such appeal shall be final. 

Scheduie 


1. Fireclay Refractory Bricks. 

2. Basic Refractory Bricks. 

3. Silica Refractory Bricks. 

4. Acid Resisting Refractory Sticks. 

5. Sillimanite Bricks. 

6. High Alumina Bricks. 

fNo. 0O(141)Exp.Insp,/661 

S.O. *5i8.— In exercise of the powers conferred by section 7 of the Export 
(Quality Control and Inspection) Act, 19G3 (22 of 1903), the Central Govern¬ 
ment hereby recognises the organisations mentioned in Schedule I annexed 
hereto, as the agencies for the inspection of refractory bricks specified in 
Schedule II annexed hereto, prior to their export, subject to the condition that 
every such organisation shall give adequate facilities to any officer of the Ex¬ 
port’ Inspection Council, duh, authorised by the said Council, to examine the 
method of inspection followed by that organisation m granting the certificate 
under sub-rule (4) ot rule 4 of the Export of Refractory Bricks (Inspection) 
Rules, 1906. 

SCHEDULE I 

1. Ttalab Private Ltd Meher House, 15, Cawasji Patel Street, Fort, 
Bombay-1. 

2. Superintendence Co., of India (Private) Ltd., 31, 32 33 C-I.T. Road, Entally, 
Calrutta-14. 

3. Therapeutics Chemicals Research Corporation, 95. Morland Road, Byculla, 
Bombay-3. 

4. Inspection and Testing Co. (India) Piivatc Limited, 24, Chittaranjan 
Avenue, Calcutta-12. 

5 Essen & Co., 550, Eighth Main Road (Opp. St. Peter’s Seminary), Bangalore- 

12 , 

G. M/s. Mitra S. K. Private Ltd., 6. Mission Row, Calcutta-1. 

7. M/s. R V. Briggs & Co Private Ltd., 9. Bentinck Street, Calcutta-!. 
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fl. Export Inspection Agency, Cochin. 

9. Export Inspection Agency, Madras, 

10. Expoit Inspection Agency, Calcutta. 

11. Export Inspection Agency, Bombay. 

12. Export Inspection Agency, Delhi. 

Schfi'Uil it 


1 fireclay Refruciory Bricks. 

2. Basic Refractoiy Bricks. 

3. Silica Refractory Bricks 

4. Acid Resisting Refractory Bricks 

5. Sillnnanile Bricks. 

6. High Alumina Bricks. 

[No. 60(141)Exp.Insp./B6.] 

S. O.3519 .—Whereas the Central Government, m exercise of the powers con¬ 
ferred by section 8 ot the Export (Quality Control and Inspection) Act, 1963 (22 
of 1SC3), proposes to recognise tile Indian Standards Institution Certification Mark 
with lespect to refractory bricks mentioned in the Schedule to this notification 
for tlio purpose oi denoting that-where refractory bricks are affixed with such 
mark, they shall be deemed to be in conformity with the standard specification 
applicable theroio under clause (c) of section 6 of the said Act; 

And whereas the Central Government has forwarded the aforesaid proposal 
to the Export inspection Council, as required by sub-rule (2) of rule 11 or the 
Export (Quality Control and inspection Rules, 1964; 

Now, therefore, in pursuance of the said sub-rule, the Central Government 
hereby publishes the said proposal for the information of the public likely to be 
affected thereby. 

2. Notice is hereby given that any person desiring to forward any objection 
or suggestion with respect to the said proposal may forward the same within 
thirty days of the publication of this notification to the Export Inspection Council, 
World Trade Centre, 14/IB, Ezra Street (7th Floor), Calcutta-1. 

Explanation.-—The expiession “refractory bricks” for the purpose oi the noti¬ 
fication shail mean any of the items mentioned in the Schedule to this notjficati 

The Schedule 


1. Fireclay Refractory Biicks: 

( I ) Moderate heat duty fireclay refractories. Group (A). 

( II ) Moderate heat duty fireclay refractories, Group (B). 

( III ) High heat duty fireclay refractories. 

(iv) Fireclay refractories for oflred boiler furnaces of naval ships. 

(v) Fireclay refractories for glass melting tank furnaces. 

(vi) Fireclay cupola 1 elractories. 

2. Basic Refractory Bricks: 

( 1 ) Magnesite refractories for steel plant 

(li) Burnt magnesite-chrome refractories for general purposes. 

(iii) Burnt chrome-magnesite refractories for general purposes, 

3. Silica Refractory Bricks: 

(i) Silica refractories tor general purposes. 
hi) Siliceous fireclay refractories. 

4. Sillimanite Bricks: 

(i) Sillimanite refractories for glass melting tfink furnaces. 

Iii) Natural Sillimanite blocks foi glass melting tank furnaces. 

[No. GO(141)Exp.Insp./60.1 

A. C. BANEHJEE, Jt. Secy. 
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